DART AEROSPACE LTD WorkOrder:| | A | 
[hi oer. d. mens 

Description: Fuel Supply Drain Fitting — - D4000-3 
e a INNEN 

Inspection Dwg: D4000 Rev: À 


FIRST ARTICLE INSPECTION CHECKLIST 


Drawing Actual 
Tolerance x 
Dimension Dimension 


0.16 */-0.030 
0.020 x 45° */-0.010 x 0.5? 
*0.010/-0.000 
*0.006/-0.001 


0.66 */-0.030 


Method of 
Inspection 


10.08.03 | New Issue 
11.01.17 | Dimensions revised 
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